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Message Text 

UNCLASSIFIED 

PAGE 01 PARIS 08696 241619Z 
ACTION 10-13 

INFO OCT-01 CIAE-00 CU-04 INR-07 NSAE-00 USIA-15 EUR- 12 
ISO-OO HEW-06 /058 W 

250423Z 080157/22 

R 241657Z MAR 77 
FM AMEMBASSY PARIS 
TO SECSTATE WASHDC 0989 

UNCLAS PARIS 08696 

NESCO 

DEPT PASS FOR INFO TO DEPT OF HEW/USOE/DIE/ISRB:TCOTNER 
E.O. 11652: N/A 

TAGS: AORG, APER, SEDU, UNESCO 

SUBJECT: SECRETARIAT REQUEST FOR IDENTIFICATION OF US 
EXPERT ON PROCESS OF SCHOOL CURRICULUM CHANGE 

REF: (A) PARIS 7155; (B) STATE 61361 

1 . UNESCO STRUCTURES AND CONTENT OF EDUCATION SECTION 
(VAIDEANU) HAS INFORMED USDEL THAT HE HAS AT LAST RE- 
CEIVED A RESPONSE TO AN INQUIRY HE ORIGINATED INDEPEN- 
DENTLY ON ABOVE SUBJECT IN EARLY JANUARY TO RONALD G. 

HAVELOCK, UNIVERSITY OF MICHIGAN. HAVELOCK, ALTHOUGH 
LATE IN RESPONDING, HAS NOW OFFERED TO ACCEPT CONTRACT 
THAT VAIDEANU PROPOSES, UNDER THE GIVEN CONDITIONS. 

THEREFORE, VAIDEANU INTENDS SEND HAVELOCK THE CONTRACT 
AND REGRETS THAT HE MUST DECLINE THE REFTEL (B) PROPOS- 
AL BY BERMAN. USDEL REQUESTS THAT IO/UNESCO CONVEY 
THIS EXPLANATION TO BERMAN. 

GAMMON 
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